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From our Yearly Meeting atTork, the £6 th. of teh: 


To all our Women Friends in their Mo bly M 7 
_ "ehraughout the County of York, or elſe? YT 
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Ear Friends and Sifters, we being mer together in the fear of 
the Lordto waitugonhim, forhis Antient power, to arders 
and guide us in hiy Work and Serviee; Relating toour Church af- 
fairs : He hath beenpleaſed in his wonted Kindneſs to break in upon 
Us, andhath opened the fountain of his Love unto us,and the ſtreams 
thereof hath freely run from Vellel to Veſle), praiſes be given to 
him for evcr. And many living Teſtimonies by our Brethren and 
Siſters have been barn amongſt us: Alſo, we have received many 
good and comfortable Epiſtles in writing from ſeverall Monthly 
meetings within our County, to our great ſatisfaQipn, of the care 
and concern of Friends in their reſpedive places for the honour of 
God and proſperity of his Truth ; for great and large hathbeenthe 
love of God untous and amongſt us, toour great encouragement 
that wecan do no lefs bur [nvite you our dear Friends and Siſters, 
wha profeſs the Honourable Name of God and: his bleſſed Truths 
unto whom this is the Salutation of our endeared Loveto you all, 
who have paſſed through many (landerous reproaches for your live- 
ing obedience to it; Oh ! Friends let it be as wieghty on your hearts 
and minds as ever it was, and let your care and circumſpeRion be 
ay great as ever, (in eyery reſpedt ; ) for the way is the ſame, the 
Lord isthe ſame, and his Truth is the ſame 3 And all that abides in it 
finds as great neceſſity as eyer to keep to thedaily Croſs,that thereby 
they may: be Crucified to the World, and the World unto them, 
that ſo they may ſtand clear and unſputted or defiled by the evill 
of it, or the vain Cuſtoms, Faſhions and Traditions therein, and 
more particularly that you have a diligent caxein reſpeF} to Truths 
-honourg 8nd the unity 8nd Fellowſhip with choſe many wholſame 
Extoetavons and Admonkions which from tie topime have been 
end | _ __ - Tecomn> 
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recominendes to. you and .L by .ouc. Brethren and, Siſters, whoſe 
Fubbuts and Exerciſe 3 in the Word and DoRtine of our Lord 
Jeſus Chritt : So that in order theretg”,” we who ate of the Fe- 
male Sex, an{wer-our places 5 and ye-that are Morhers of 'Chite 
dreh, and have the Ordcring and Governing of them ( ic maybe 
morethen Fathers, becauſe they may be more abfem ) we do adviſe 
and exhort you. all, ro be very dilligent to. anſwer your places-t© 
your Chi)dren in a Holy care and\ watchfullncfs over, th inf and 
that you*Reſtrain chem while they are young, froth all foolifh 
and unnecclary things ;..Eichcr in Appatell which Iycs more parti- 
cularly upon Mothers co pur a ſt9p to, as alfothe new Changable uns 
neceſſity Faſhions of high dreſſed Heads, which. is fo extreamely 
run into by rhe Pcople of the Wprid, and rob'many profciling gruth,, 
-a Faſhon nor becoming modeſty, much leſs Women profiflins God- 
Ivneſs ; Thcrefore we defire thar yon Reſtrain your Children rom 
the practiſe of it; as alſo from needleſs Drefſes abour your Meat , 
which Youth in our day 1s toc Prong unco in forme places: Theſe with 
* any orhcr that may be*bifnece cſ2rys we lay it' as a confcetn upat 
you elder Wotnen, That as the Holy Women'in Antient times ye 
may be 200d patterns, and crain up the YOung»ones in the days of 

their Youth, in the way which they ſhould walk: And then if they 
como to maturity. of Years, and underſtanding; they will tor forget, 
)\  -buraseruchisPfamed an then, and chey growing in it, will blefs' God 
-on -yonr” behalf :. Flat: you reflratned-tterm front che Vanities of this 

. = Worl\, and -wil{ 'be a blefiing nnto' you in your Old -age, even as 
Au tata Plants about your Tables, and you mey be as Mothers in 
Iſrael 3 Nurling up the Young VWomen: in "that which is g&0d, thee 

lo when von grow'1n Years'they may be willing and fic to bear pere 
with you, not only in your outward concerns 2nd- buſineſs, bur alſo 
in rclacion to truch and the concerns of it, In your Monthly and 
Wemens meetings, that they may be iff readine(s to put to thetr 
Shoulders robear, and cheir Hands to Labour in their Day and gimme, 
and nor to bring them up as ſtrangers and anaquainted with the wi 
of rrutch, as-it:you. never intended thern to be of the number among(k 
yo!1, and they willing to be unconcerned and at liberey, not -comteing 
ff into 


into the ſetice of the ſerviec, - great hecefinhÞ there is of ir 

| Jour ybec anſwering yolſr-places< and: putiny them 6a chergio. 36k : 
In ptoceſs'of ritne may be ready to judg orhers2nd ſay; that th y&naw 
no need of Wormctis meetings, nor they know no: fervice. in ra 


yea it may be ( which would be cauſe of 1ladnefs-4 the Childrea of. 
ſuch Parcncs as have borne a Living Teſtimony tar the fame : An 
thetctore we do adviſcand warn allſuch inthe fear of che Lord Gadz 
Keep low onc 'of all exaliednels ot mind, and do nor ehink becaulg 
ye arc Children of believing Parents, you are well enovgh z but come 
learn to tread Inthe Path of crue ſelf denial, and.co bear,che Yoakin 
the daycs of' your Youth; that ſo ir may become nazi ©gpute 
follow the footiteps of your taithſull Parencs, and in'fagſubjection 
to the Elders, haveing themin eſtimatiogas werthy of double Hay 
notir for their Faithfulneſs co che Truth , and as thoſe char have 
borne the burchen and hear of the day,and yer are willing co labour 
with you;that have come in as at the Eleventh hour; chat fo ycu may 
receive your Peny, and reap of the fruitsat their Labouts, and walk 
tn the path which they bave.trodenout with much hardſhip, difticals 
ty and greateXcerciſc, rhar f# you may. kiolv.your plizre and ſervice 
in this laccer time of che day, which according to its ſeaſon the -Lord 
calls for, for there is ill work robe done in his Vineyard, cho itbe 
plantcd and hedged abourin a good meafare , yer there muſt be x d# 
ligent care chat the Heds be rot broken down and chat the'li-tle Foxe 
<5 07 wbewild Boars,'do ror get in to ſpoile or [ay waſte the Lords 
V.unyardgnd atlo chat care be taken to pluck vp #1y noyſom VVeedss 
which mas b&fcento. [pring up again that may hinder the gronth of 
the Rightcous Pjaoc,ot Renown, fo dear Friends and Siſtersy both Old 
and Young, it is. our advice unto you, be willing to labour; And 
be diligent in keeping 'your Womens Meetings, and where any 
ncgle& bath: be hy that fox the time to come you may be more dill- _ 
g-at, and tho ſume chat are of a quareling and l[eperating ſpirit, and 
cannot abide to come under reproof or judgment of the Men or 
Womens Meetings, and is ready to ſay there is no bufincfs not need 
for Women to bc concerned in the Ghurch: We fay, thac Was 
men ovght io havea carc, and concern as well as the Men, being 
meſbers 
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Ire mbeos of che iChtrch-s and cvcry Member hath ics Office in 
the Body, che who promiſed 10. power. out his Spine on Daughs 
Try #5401 Sos ; Surely: hagh concepned us inthe Church, 3cawe 
have 2 Garden to.weed, 2 Houſe to keep clean, inward as well 
$oveward, which is 2 work ncceffary to be dane, fn this lacter time 
or day; which calls for Frujzs to be brought forth to che praiſe of 
in-who hath leſtowed much Labour on us, and giycn us many 
fruirfotl Seaſoas:: So recommending you dear iſters unto the Lord, 
Fra the guidance ofbis good Spirit in all your concerns,Referring you 
fr 2 further account of the gaod Service ot this Mecting, to ſuch 
. Friends a3 were here preſent, where the Lords Love and goodneſs 
was plentifully manifcſted amongſt us, Blcfled be his glorious Name; 
mad power ſge Ever; and Every Amen, ED tos 
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Sarah Engliſh, 
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